The slip switch device installed on the
chestnut mains belt conveyor would not stop
the drive rollers in the event that the
belt would start slipping.  The slip switch
circuit would only stop the drive rollers
if the belt load.completely stopped.

Citation No. 2124160, was issued on August 16, 1983,
and the cited condition is described as follows:

The slip switch device installed on the black-
burns mains belt conveyor would not stop the
drive rollers in the event that the belt would
start slipping.  The slip switch circuit would
only stop the drive rollers if the belt was
completely stopped.

Stipulation

The parties stipulated to the following (Tr. 8-9):

1.   The contestant/respondent owns and
operates the mine where the citations
in question were issued.

2.   The contestant/respondent is subject
to the jurisdiction of the Act.

3.   The presiding administrative law judge
has jurisdiction to hear and decide these
cases.

4.   The inspectors who issued the citations in
these proceedings are duly authorized
representatives of the Secretary of Labor.

5.   Copies of the citations issued by the
inspectors in these proceedings exhibits
(G-2, and G-5) including all extensions of
the abatement times and terminations,
exhibits (G-2, and G-5 through G-19) may be
admitted to establish that they were
properly issued and served, but not to
establish the truth of the conditions or
practices recited therein.

6.   Payment by the respondent of the civil
penalties assessed in these proceedings

condition is described as follows:
